DOCKETED ITEMS       11

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130340 Responds to 920226 Itr to Chairman Selin.expressing disappointment over
licensee decision to permanently shut down plant & lack of clear criteria from NRC for
continued operation.NRC restart criteria encl.

CALVO.J.A. Region 1 (Post 820201). 92/03/06. ROSSIN.A.D. Affiliation Not Assigned.
1 p. 60912:235-60912:263.

-9203130345 Discusses review of util restart assessment & criteria submitted on
911218.

BUTLER.W.R.   Division   of   Reactor   Projects   -   l/ll   (Post   870411).   92/02/14.
HASELTINE.J. Yankee Atomic Electric Co. 27pp. 60912:237-60912:263.

9203130286 Notification of 920317 meeting w/util in Rockville.MD to discuss lessons
learned re reaction vessel issues.

FAIRTILE.M.B. Project Directorate I-3. 92/03/09. BUTLER.W.R. Division of Reactor
Projects - l/ll (Post 870411). 3pp. 60909:343-60909:345.

9203180324 Forwards generic Itr 92-01 ,rev 1,dtd 920306,replacing generic Itr 92-01 dtd
920228.Rev 1 clarifies & updates NRC assessment of embrittlement in RV & better
reflects licensee extensive technical efforts re RV integrity.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/10. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 15pp. 60962:075-60962:089.

9203310195 Application for amend to License DPR-3,removing wording which allows re-
actor power operation of facility & restricting use & movement of SNM used as reac-
tor fuel.

THAYER.J.K. Yankee Atomic Electric Co. 92/03/27. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 5pp. 61205:127-61205:131.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9203020035 Forwards insp rept 50-029/92-01 on 920101-0210.lnspector observations
during report period indicate activities conducted as safe & conservative.
LINVILLE.J.C. Region 1 (Post 820201). 92/02/25. THAYER.J.K. Yankee Atomic Elec-
tric Co. 3pp. 60731:025-60731:038.

""9203020042 Insp rept 50-029/92-01  on 920101-0210.Major areas inspected: plant
operations.radiological controls.maint & surveillance, security.engineering & technical
support & safety assessment & quality verification.
ROGGE.J.F. Region 1 (Post 820201). 92/02/21. 11pp. 60731:028-60731:038.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203090214 Forwards Safety Insp Rept 50-029/92-04 on 920218-21 .No violations or
deficiencies noted.

JOYNER.J.H. Region 1 (Post 820201). 92/02/28. THAYER.J.K. Yankee Atomic Elec-
tric Co. 2pp. 60862:220-60862:230.

-9203090218 Safety Insp Rept 50-029/92-04 on 920218-21 .No violations or deficien-
cies    noted. Major    areas    inspected:radioactive     liquid     &    gaseous    effluent
programs.radiological environ monitoring program,mgt controls & audits.
PELUSO.L,   JANG.J.C..   BORES.RJ.   Region   1   (Post   820201).   92/02/27.   8pp.
60862:222-60862:230.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203240128 Forwards insp rept 50-029/92-06 on 920224-28,No violations noted.
JOYNER.J.H. Region 1 (Post 820201). 92/03/13. THAYER.J.K. Yankee Atomic Elec-
tric Co. 4pp. 61054:246-61054:259.

-9203240133    Partially   withheld    insp    rept   50-029/92-06   on    920224-28    (ref
10CFR2.790(a)).No   violations   noted.Major   areas   inspected:yital   area   physical
barriers.detection & assessment aids & personnel training & qualification.
RATTA.A.D..  KEIMIG.R.R. Region 1   (Post 820201). 92/03/13.  10pp. 61054:250-
61054:259.

R. Periodic operating reports & related correspondence

9203040198 "1991 Annual Rept." W/920228 Itr.

ST.LAURENT.N.M.   Yankee   Atomic   Electric   Co.   91/12/31.   12pp.   60813:133-
60813:144.

9203020192 Forwards "Effluent & Waste Disposal Semiannual Rept for Third & Fourth
Quarters 1991" & Rev 5 to "Yankee Nuclear Power Station Process Control Pro-
gram."

PAPANIC.G. Yankee Atomic Electric Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 1p. 60787:283-60787:333.

-9203020193 "Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quarters
1991."

* Yankee Atomic Electric Co. 91 /12/31. 14pp. 60787:284-60787:297.

-9203020196 Rev 5 to "Yankee Nuclear Power Station Process Control Program."

*  Yankee Atomic Electric Co. 91/07/17. 18pp. 60787:299-60787:333.

9203110001 Understands that further monthly reactor vessel status repts need not be
submitted.per Commission Order CLI-91-11 dtd 910731,based on premise that plant
will be shutdown.

HASELTINE.J.D. Yankee Atomic Electric Co. 92/02/28. MILANO.P. Division of Reac-
tor Projects - l/ll (Post 870411). 1p. 60897:088-60897:088.

9203180237 Monthly operating rept for Feb 1992 for Yankee Atomic Power Station.W/
920311 Itr.

SAMMARCO.H., BERRY.R.L Yankee Atomic Electric Co. 92/02/29. 6pp. 60991:356-
60991:361.

S. Reportable occurrences, LERs & related correspondence

9203030013 PNO-l-92-007:on 920226, Kadak announced that util will permanently cease
operation at plant & will prepare plant for decommissioning.Decision based on high
cost associated w/reactor pressure vessel work & undefined restart criteria.
ROGGE.J., PERRY.N. Region 1 (Post 820201). 92/02/26. 2pp. 60753:049-60753:050.

T. Hearing transcripts on non-antitrust matters

9203310115 Forwards transcript of 920317 meeting re status of various programs initiat-
ed to resolve uncertainties concerning reactor pressure vessel.
DORMAN.D.H.   Division   of   Reactor   Projects   -   l/ll   (Post   870411).   92/03/26.
HASELTINE.J.D. Yankee Atomic Electric Co. 2pp. 61194:232-61194:354.

-9203310118 Transcript of 920317 meeting in Rockville.MD re util lessons learned.Pp
1-72.Supporting documentation encl.

*  NRC - No Detailed Affiliation Given. 92/03/17. 113pp. 61194:234-61194:354.

DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY

H. General correspondence

9203090428 Informs of change in contact person in regard to matters concerning
facility.EA Richley no longer employed by ctr. Correspondence should be directed to
NT Saunders.

SMITH.A.B. National Aeronautics & Space Administration. 92/03/02. WEISS.S.H.
Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 1p.
60883:213-60883:213.

R. Periodic operating reports & related correspondence

9203240292 "Annual Status Rept for Plum Brook Reactor & Plum Brook Mock-Up Re-
actor for 1991." W/undated Itr.

PFANNER.H.G., SAUNDERS.N.T. National Aeronautics & Space Administration. 91 /
12/31. 9pp. 61094:316-61094:324.

DOCKET 50-47 ARMY MATERIALS RESEARCH REACTOR

P. Operating license stage documents & correspondence

9203230075 Forwards responses to questions raised in 920205 Itr re United States
Army Matls Technology Lab Research Reactor. Project currently in design phase &
will not proceed to const phase until Decommissioning Order has been received.
NAUGHTON.J.T.   Army.   Depy.   of,   Materials  Technology   Laboratory.   92/03/16.
ADAMS.A. NRC - No Detailed Affiliation Given. 17pp. 61104:001-61104:025.

--.9203230077 Informs that Dept of Army licensees will implement new final rule pub-
lished in 910521 FR for NRC stds for protection against radiation.effective 930101,to
allow NRC to publish guides to assist in implementation of new stds.
WALKER.LD. Army,  Dept. of. 91/06/11.  GLENN.J.E. Office of Nuclear Material
Safety & Safeguards. 8pp. 61104:018-61104:025.

DOCKET 50-54 CINTICHEM

F. Security, medical, emergency & fire protection plans

9203250003   Forwards   combined   insp   repts   50-054/92-02   &   70-0687/92-01   on
920205.No safety concerns or violations noted.

JOYNER.J.H. Region 1  (Post 820201). 92/03/12. MCGOVERN.JJ. Cintichem, Inc.
3pp. 61070:005-61070:010. at time of closing to  cover costs of long-term
